Q.l/08/2003 14; 35 FAX 310 20S 5971 


®00l 


JNFO B 


INFO #: 13211290 PHILIP MORRIS USA 

LYNN LARSON 

ship via: Fax 804-274-2160 

MAIL 

FILLED ON: 1/8/2003 

Infotrieve, Inc. 

10850 Wilshire Blvd 
8th Floor 

Los Angeles, CA 90024 

Phone (800) 422-4633 or (310) 234-9480 

Fax (310)234-9582 



Panic 


SHIP TO : 61234 / 212780 

PHILIP MORRIS USA 
LYNN LARSON 

RESEARCH CENTER 

4201 COMMERCE ROAD DOOR 17 GATE C 
RICHMOND. VA 23234 USA 
, USA 


Please contact ns if you have questions or comments regarding this article 
Email: service@isidoc.coin Phone: (800) 422-4633 


ARCHIVES OF ENVIRONMENTAI. HEALTH 

57(3):215-223 20Q2 

LIN YS; SMITH TJ; ET AL 

AN AUTOMATED EXPOSURE SYSTEM FOR HUMAN INHALATION THE 


Service Other Royalty Delivery 

$18.00 $0.00 S3.30 $0.00 


Tax Total 

$0.00 $21.30 


SHIP VIA F®x 804-274-2160 


CUSTOMER. INFO 
FAX: 304 - 274 - 2 ! 6 t> 
COURIER: 

ARTEL: 

NOTES: 


ORDER# 
BILLING REF 
ORDERED ON 
FILLED ON 
NEED BY 
ATTENTION 
INFO# 


58584 

HANG, QIWEI 

1/8/2003 

1/8/2003 

LYNN LARSON 
13211290 


This document is protected by U.S. and International copyright laws. No additional reproduction 
is authorized. Comolete credit should be given to the original source. 
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Source: https://www.industrydocuments.ucsf.edu/docs/rtkj0001 



